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Graeme and Bob, 

Attached is a plan denoting where Jim needs data and phone. The actual phone numbers are also listed. We 
will have to pull some of the data out it looks like. In some locations neither tele / data are needed. In these 
cases I would like to leave the existing cable in place. Two additional data jacks will be needed. Bob can you 
install the boxes in the wall or do you want the electrician to? Also I will need to increase the proposal to 
cover this work. Jim if there is anything incorrect please let me know. 

Thanks, 

Stephen 


«DPH Tel data.pdf» 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 
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